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THE  NATIONAL  SHRINE  OF  THE 
IMMACULATE  CONCEPTION^ 

WASHINGTON,  I^.C.    /A^  G  ^ 

This   impressive   Shrine   is   built   in   the^^i^h  of  a' 
Latin  cross.  Contemporary  in  style,  yet/>WJh  j^?|ti\qiTO^^ 
classical    influences,    it    harmonizes  pejfectly 
other  beautiful  buildings  in  The  Natvon'^ 
is  built  entirely  of  stone,  brick,  tile  an 
There  is  no  steel  skeleton  or  frame  work 
struction.  This   was   the   method   used  ii 
cathedrals.  Guided  tours  which  take  approx 
45  minutes  start  every  half  hour.  The  Shrine  is  open  r 
to   visitors   every   day   of  the   week,   from   7  a.m.  S 
to  8  p.m.  f 
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